To:  D'Amico,  Louis[DAmico. Louis@epa.gov];  Shams,  Dahnish[Shams. Dahnish@epa.gov] 

Cc:  Boyd,  Marieka[Boyd. Marieka@epa.gov];  Kirrane,  Elien[Kirrane. Eilen@epa.gov];  Waish, 

Debra[Waish. Debra@epa.gov];  Flowers,  Lynn[Flowers. Lynn@epa.gov] 

From:  Vandenberg,  John 

Sent:  Fri  8/14/2015  2:17:19  PM 

Subject:  NCEA  weekly? 


Lou  - for  the  weekly;  very  rushed  so  let  me  know  if  you  need  more  info: 


Nonresponsive 


Addressing  an  urgent  Ageney  priority,  NCEA  is  evaluating  sereening  level  values  for  the  various 
metals  released  to  surfaee  water  and  sediment  from  the  Gold  King  Mine  site  in  Colorado.  This 
is  a priority  aetion  that  is  underway  to  support  federal,  state  and  loeal  deeision  making. 


John 


John  Vandenberg 

National  Program  Direetor,  Human  Health  Risk  Assessment  Program 
Division  Director,  National  Center  for  Environmental  Assessment 
U.S.  Environmental  Protection  Agency 
B243-01 

Research  Triangle  Park,  NC  27711 
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